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Sterilized  Surgical  Dressings. 


THE  dressings  contained  in  the  outfits 
are  guaranteed  to  have  been 
sterilized  at  a  temperature  of 
at  least  260  degrees  F.  in  High  Pressure 
Autoclaves  ;  and  by  means  of  a  strong 
vacuum  producing  apparatus  they  are 
rendered  perfectly  dry. 

The  preparation  of  the  dressings  is 
carried  out  in  specially  designed  labora¬ 
tories  and  under  rigorous  control.  The 
sterilizing  and  sealing  chambers  are  dust 
and  germ  free.  The  rooms  are  con¬ 
structed  on  the  hospital  operating  theatre 
plan,  filtered  air  being  circulated  by  means 
of  an  elaborate  electric  fan  system.  In 
the  sealing  chamber,  the  dressings,  etc  , 
packed  in  patent  metal  drums,  are  removed 
from  the  Autoclave  and  immediately  her¬ 
metically  sealed. 

The  Dressings  remain  Aseptic 
for  any  length  of  time. 

John  Fell  &  Croyden,  Ltd.,  are  pleased 
to  sterilize  dressings  to  a  surgeon’s  own 
requirements.  These  can  be  kept  ready 
for  use  or  specially  prepared  at  short 
notice. 

The  outfits  mentioned  in  this  booklet  are  always 
in  stock,  and  may  be  had,  at  any  time  of  the  day 
or  night,  from  our  Wigmore  Street  establishment. 


Returnable  Articles. 

The  following  articles  are  charged 
as  under,  but  are  allowed  for  in  full 
on  return- 


Batiste  Aprons 

5/6  each 

Caps 

1/-  „ 

Overalls 

-  10/-  „ 

Towels 

21-  „ 

Veils 

-  1/-  „ 

<300 

Unused  Sterilized  Dressings. 

Credit  can  on  no  account  be  given 
for  unused  dressings  which  are 
returned. 
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List  of  a  few 
Special  Drums  and 
their  Indications. 


Abdominal,  Major  ...  No.  1. 

,,  Minor  No.  3  Special. 


Accouchement 

...  Nos.  12,  29,  30,33. 

Adenoid 

...  Nos.  28,  41. 

Breast,  Major.. 

...  No.  26  Special. 

,,  Minor 

No.  26. 

Circumcision  .. 

...  No.  16. 

Exploratory 

...  No.  37. 

Eye 

...  Nos. 9, 27,  see  also 

Eye  Dressings,  p.  14 

General,  large 

...  No.  3. 

,,  small  .  Nos.  4,  16. 

,,  After-Dressing  No.  40. 

Mastoid  ...  ...  Nos.  10,  38 

,,  After-Dressing  No.  25. 

Nasal . No.  31. 


Rectal  ... 

...  No.  4  Special. 

Throat... 

...  Nos.  18,  41. 

Vaginal 

...  No.  4  Special. 

After-Dressing  Nos.  8,  42,  43 
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OPERATION  OUTFITS 

of 

Sterilized  Surgical  Dressings. 


No.  1.  Major  Abdominal  Operation. 

30/- 

( Without  Overalls  and  Towels.) 

2  Absorbent  Cotton  Wool  Pads 
4X6  yds.  Plain  Gauze 

4  doz.  Gauze  Pads,  5-in.  x5-in. 

3  Gauze  Pads,  12-in.  X  12-in. 

J-doz.  3-in.  Mops 

2  Gauze  Tissue  Pads,  12-in.  X  18-in. 
Manytail  Bandage 
Safety  Pins 


No.  2 

2  Surgeons’  Overalls 
12  Towels 


9/6 

Returnable 


No.  2  Special  12/- 

3  Surgeons’  Overalls  j 

12  Towels  -  Returnable 

3  Veils  ) 

No.  1  and  No.  2  or  No.  7  and  No.  2  Special 
constitute  complete  Major  Abdominal  Outfit. 


No.  3.  General  Operation,  Large 

22/- 

2  Surgeons’  Overalls  | 

6  Towels  r  Returnable. 

2  Caps  ) 

2  Masks 

2x6  yds.  Plain  Gauze 

2  Absorbent  Cotton  Wool  Pads 
^  doz.  3-in.  Mops 

3  doz.  Gauze  Pads,  5-in.  x-5in. 

2  5. in.  Bandages 

Safety  Pins 


Batiste  Aprons.  Caps.  Overalls,  Towels  and  Veils  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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24/- 


No.  3  Special. 

Minor  Abdominal  Operation. 

2  Surgeons’  Overalls  ) 

6  Towels  y  Returnable 

2  Veils  J 

2x6  yds.  Plain  Gauze 
2  Gauze  Tissue  Pads 

2  Gauze  Pads,  12-in.  X  12-in. 
jj  doz.  3-in.  Mops 

3  doz.  Gauze  Pads,  5-in.  x5-in. 
Manytail  Bandage 

Safety  Pins 


No.  4.  General  Operation,  Small 

17/- 


2  Surgeons’  Overalls 
4  Towels 
2  Caps 
2  Masks 

6  yds.  Plain  Gauze,  in  roll 
2  Absorbent  Cotton  Wool  Pads 
^  doz.  3-in.  Mops 
2  doz.  Gauze  Pads,  5-in.  X  5-in. 
2 — 4-in.  Bandages 
Safety  Pins 


Returnable 


No.  4  Special.  20/ - 

Vaginal  and  Rectal  Operation. 

2  Surgeons’  Overalls  i 
6  Towels  1  Returnable 

2  Caps  j 

2  Masks 

6  yds.  Plain  Gauze,  in  roll 
2  doz.  2-in.  Mops 

2  doz.  Gauze  Pads,  5-in.  x5-in. 

£  doz.  Surgical  Sanitary  Towels 
T  Bandage 

Safety  Pins 

3  yds.  2-in.  Ribbon  Gauze 

No.  5.  6/6 

2  doz.  Gauze  Pads,  4-in.  x  4-in. 

3  doz.  Mops  assorted 


Batiste  Aprons  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  i),  on  separate  invoices,  but  are 
allowed  tor  in  lull  on  return. 


D 


7/6 


No.  6. 

2  yds.  Cyanide  Gauze,  pleated 
2  yds.  Plain  Gauze,  pleated 
6  Gauze  Pads,  5-in.  X  5-in. 

Gauze  Tissue  Pad,  12-in.  x  18-in. 
3-in.  Bandage 
5-in.  Bandage 
Safety  Pins 


No.  7. 

2  Surgeons’  Overalls 
2  Caps 


Returnable 


No.  8.  Vaginal  Operation  After- 
Dressing.  11/6 

1  doz.  Surgical  Sanitary  Towels 
J  doz.  3-in.  Mops 
6  yds.  Plain  Gauze,  in  roll 
T  Bandage 


No.  9.  Eye  Dressing.  2/6 

Double  Eye  Pad 
2  Strips  Cyanide  Gauze 
Piece  of  Lint 
2-in.  Bandage 
Safety  Pins 


No.  10.  Mastoid  ^Operation.  12/- 

(without  Overalls ,  Towels ,  etc.,  but 
with  1st  Dressing) . 

2  doz.  Gauze  Pads,  4-in.  x4-in. 

100  Gauze  Strips 

3  doz.  Mastoid  Plugs 
Absorbent  Cotton  Wool  Pad 


1st  Dressing  in  Parchment  Paper 

Plain  Gauze  Pad,  shaped 
Plain  Ga.uze  Pad 

Absorbent  Cotton  Wool  Pad,  8-in.  X6-in. 

2  — 2-in.  Bandages 
Safety  Pins 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 


6 


21/6 


No.  11. 

1  doz.  Gauze  Pads,  5-in.  x5-in. 

2  Gauze  Plugs 

2  doz.  Surgical  Sanitary  Towels 
6  yds.  Plain  Gauze,  in  roll 
Accouchement  Sheet,  24-in.  X  24-in. 
T  Bandage 
6-in.  Bandage 
Safety  Pins 


No.  12.  Accouchement  Dressings. 

47/6 

(without  Overalls  and  Towels). 

4  Umbilical  Pads 
Thread 

6  yds.  Plain  Gauze,  in  roll 
Batiste  Sheet 
2  -  6-in.  Bandages 

Shaped  Binder  with  Straps  and  5  Buckles 
2  doz.  Surgical  Sanitary  Towels  in 
packets  of  2 

1  doz.  Gauze  Pads,  6-in.  X  6-in. 

1  lb.  Absorbent  Super  Cotton  Wool 
Safety  Pins 

2  Accouchement  Sheets,  32-in.  x  32-in. 

-24-in.  X  24-in. 


No.  13.  10/6 

3  doz.  Gauze  Pads,  4-in.  x4-in. 

6  yds.  Plain  Gauze,  in  roll 
2  Pads  Gauze  Tissue,  12-in.  X  18-in. 

4- in.  Bandage 

5- in.  Bandage 
Safety  Pms 


No.  14.  7/6 

1  doz.  Gauze  Pads,  5-in.  x5-in. 

6  yds.  Plain  Gauze,  in  roll 
Absorbent  Cotton  Wool  Pad 
3-in.  Bandage 
Safety  Pins 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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8/6 


No.  15. 

2-6  yd.  Rolls  Plain  Gauze 

2  Absorbent  Cotton  Wool  Pads 

No.  16.  Circumcision  or  any  Small 
Operation.  8/6 

1  Surgeon’s  Overall  )  „  ,  ,, 

_  ^  ,  r  Returnable 

3  Towels  ) 

1  doz.  2-in.  Mops 
18-in.  Strip  Plain  Gauze 
1  yd.  1-in.  Ribbon  Gauze 
Absorbent  Cotton  Wool  Pad 
2^-in.  Bandage 
Safety  Pins 


No. 

17. 

7/6 

6  yds.  Plain  Gauze,  in  roll 

6  Gauze  Pads,  5-in.  X  5-in. 

Gauze  Tissue  Pad 

6-in.  Bandage 

Safety  Pins 

No. 

18. 

5/6 

3  Plain  Gauze  Dressings,  2  yds.  each 

2  Absorbent  Cotton  Wool  Pads 

No. 

19. 

5/6 

3  Plain  Gauze  Dressings,  2  yds.  each 

2  Gauze  Tissue  Pads 

No. 

20. 

6/6 

6  Gauze  Pads,  5-in.  X  5-in. 

2  Plain  Gauze  Dressings,  2  yds.  each 
Gauze  Tissue  Pad 

5-in.  Bandage 

Safety  Pins 

No. 

21. 

6/6 

6  Gauze  Pads,  5-in.  x5-in. 

2  Cyanide  Gauze  Dressings,  2  yds.  -each 
Gauze  Tissue  Pad 
5-in.  Bandage 
Safety  Pins 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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51- 


No.  22. 

6  Gauze  Pads,  5-in.  X  5-in. 

2  Plain  Gauze  Dressings,  1  yd.  each 
Absorbent  Cotton  Wool  Pad 
3-in.  Bandage 
Safety  Pins 


No.  23.  5/6 

6  Gauze  Pads,  5-in.  x5-in. 

2  Cyanide  Gauze  Dressings,  1  yd.  each 
Absorbent  Cotton  Wool  Pad 
3-in.  Bandage 
Safety  Pins 


No.  24.  7/6 

3  Towels  (Returnable) 

2  Plain  Gauze  Dressings,  2  yds.  each 
Gauze  Tissue  Pad 

6  Gauze  Pads,  5-in.  x5-in. 

5-in.  Bandage 
Safety  Pins 

No.  25.  Mastoid  Operation  After- 
Dressings.  9/6 

4  Dressings,  each  in  Parchment  Paper, 
consisting  of  : — 

3  Gauze  Pads,  5-in.  x5-in. 

Plain  Gauze  Pad,  shaped 
Plain  Gauze  Pad 

Absorbent  Cotton  Wool  Pad,  8-in.  x6-in. 

2-in.  Bandage 

2-ft.  J-in.  Ribbon  Gauze 

Safety  Pins 


No.  26.  Minor  Breast  Operation. 

26/- 

2  Surgeons’  Overalls  | 

6  Towels  \-  Returnable 

2  Veils  J 

Safety  Pins 

3  doz.  Gauze  Pads,  5-in.  x5-in. 
dploz.  Gauze  Pads,  12-in.  X  12-in. 
o  yds.  Cyanide  Gauze,  in  roll 

2 — 6  yds.  Plain  Gauze,  in  rolls 
2  Gauze  Tissue  Pads 
Breast  Manytail  Bandage 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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No.  26.  Special.  30/- 

Major  Breast  Operation, 

2  Surgeons’  Overalls 
6  Towels  }>-  Returnable 

2  Veils  J 

Safety  Pins 

3  doz.  Gauze  Pads,  5-in.  x5-in. 

1  doz.  Gauze  Pads,  12-in.  X  12. in. 

6  yds.  Cyanide  Gauze,  in  roll 

2 — 6  yds.  Plain  Gauze,  in  rolls 

2  Gauze  Tissue  Pads 
Breast  Manvtail  Bandage 

No.  27.  Eye  Operation.  12/- 

1  Surgeons’  Overall 
6  Towels  Returnable 

1  Veil  J 

3  doz.  Gauze  Pads,  2-in.  x2-in. 

Double  Eye  Pad 

2  Cyanide  Gauze  Pads 
Safety  Pins 

2-in.  Bandage 
Cataract  Bandage 
Lint  Pad 

Absorbent  Cotton  Wool  Pad 


No.  28.  Tonsil  and  Adenoid  or  any 
Throat  Operation.  12/- 

2  Surgeons’  Overalls  \ 

6  Towels  j-  Returnable 

2  Caps  ) 

2  Masks 

4  doz.  Loose  Gauze  Swabs 
2  yds.  Nasal  Plugging 
2  oz.  Absorbent  Cotton  Wool 


No.  29.  Accouchement  Dressings  50/- 


Returnable 


1  Surgeon’s  Overall 
6  Thick  Towels 
6  yds.  Plain  Gauze,  in  roll 
Batiste  Sheet 

Thread 

4  Umbilical  Pads 

1-lb.  Absorbent  Super  Cotton  Wool 

2  doz.  Gauze  Pads,  5-in.  x5-in. 

2  doz.  Surgical  Sanitary  Towels 
Safety  Pins 

Shaped  Binder  with  Straps  and  5  Buckles 
2  Accouchement  Sheets  -  32-in.  X  32-in. — 
24-in.  X  24-in. 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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No.  50.  Accouchement  Dressings. 


(Small) 


1  Surgeon’s  Overall 


f 


26/- 


Returnable 


6  Thick  Towels 

1  doz.  Gauze  Pads,  5-in.  x5-in. 

2  doz.  Surgical  Sanitary  Towels 

3  yds.  Plain  Gauze,  in  roll 

1  Accouchement  Sheet,  24-in.  X  24-in. 
ij-lb.  Absorbent  Super  Cotton  Wool 
PTmbilical  Pads  and  Thread 


No.  51.  Nasal  Operation.  15/6 

2  Surgeons’  Overalls  3 
6  Towels  Returnable 

2  Caps  J 

2  Masks 

3  doz.  Loose  Gauze  Swabs 
50  Nasal  Strips 
Absorbent  Cotton  Wool 


No.  32.  8/6 

2  Surgeons’  Overalls  | 

6  Towels  Returnable 

2  Caps  1 

2  Masks 


No.  55.  Accouchement  Dressings. 
(Large).  75/- 

2  Accouchement  Sheets — 32-in.  X  32-in. — 
24-in.  X  24-in. 

2  doz.  Gauze  Pads,  6-in.  x6-in. 

Bastiste  Sheet 
1-lb.  Gauze  Tissue 
Thread 

Umbilical  Pads 

Flannel  Receiver  for  Infant 

Talc  Dusting  Powder,  in  glass  dredger 

Shaped  Binder,  with  Straps  and  7  Buckles 

1-lb.  Absorbent  Super  Cotton  Wool 

1  doz.  No.  1  Infants  Napkins 

2  doz.  Surgical  Sanitary  Towels  in  packets 
of  2 

Nail  Brush 
8-in.  Bandage 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  pafle  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 


No.  34. 


7/6 


1  Surgeons’  Overall  "| 

1  Batiste  Apron  Returnable 

6  Thick  Towels  J 


No.  33  and  No.  34  constitute  the  “  C>  oybelaco  ” 
Accouchement  Outfit. 


No.  35. 


6/6 


1  Surgeons’  Overall  ) 
6  Towels  ) 


Returnable 


No.  36. 


7/6 


2  Surgeons’  Overalls 
6  Towels 


Returnable 


No.  37.  Examination  Work 


8/6 


1  Surgeons’  Overall  "j 
6  Towels 
1  Cap 

1  doz  Gauze  Pads,  4-in.  x4-in. 
Absorbent  Cotton  Wool  Pad 


Returnable 


No.  38.  Mastoid  Operation.  17/~ 


Returnable 


J 


2  Surgeons’  Overalls 
6  Towels 
2  Caps 
2  Masks 

2  doz.  Gauze  Pads,  4-in.  x4-in. 

100  Gauze  Strips 

3  doz.  Mastoid  Plugs 

1st  Dressing  in  Parchment  Paper 

Gauze  Pad,  shaped 
Plain  Gauze  Pad 

Absorbent  Cotton  Wool  Pad,  8-in.  X6-in. 

2 — 2-in.  Bandages 
Safety  Pins 


/Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on'  return. 
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No.  39.  Preparatory  Dressing.  5/6 

6  Gauze  Pads,  4-in.  x4-in. 

^-lb.  Plain  Lint 
3-in.  Bandage 
5-in.  Bandage 
Safety  Pins 


No.  40.  First  Dressing.  6/6 

2  Towels  ( Returnable ) 

6  Gauze  Pads,  5-in.  x  5-in. 

3  yds.  Plain  Gauze 
Absorbent  Cotton  Wool  Pad 
4-in.  Bandage 

Safety  Pins 


No.  41.  Tonsil  and  Adenoid  Opera¬ 
tion  4/6 

(without  Overall  and  Towels ) 

4-doz.  Loose  Gauze  Swabs 
2  yds.  Nasal  Plugging 


No.  42.  Minor  After  Dressings 

10/6 

6  Dressings,  each  wrapped  in  Parchment 
Paper,  consisting  of  :  — 

1  Towel  ( Returnable ) 

3  Gauze  Pads,  4-in.  x4-in. 

1  yd.  Plain  Gauze 

Cotton  Wool  Pad,  12-in.  x6-in. 


No.  43.  Major  After  Dressings 

16/6 

6  Dressings,  each  wrapped  in  Parchment 
Paper,  consisting  of  :  — 

1  Towel  ( Returnable ) 

4  Gauze  Pads,  5-in.  x5-in. 

2  —  1  yd.  Plain  Gauze 

Cotton  Wool  Pad,  14-in.  X  12-in. 


Batiste  Aprons,  Caps,  Overalls,  Towels  and  Veils,  are 
charged  extra  (see  page  2),  on  separate  invoices,  but  are 
allowed  for  in  full  on  return. 
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STERILIZED  DRESSINGS, 

®c., 

In  Separate  Drums. 


Batiste,  36  inches  wide. 

2- — |-yard  length  ...  ...  Price  9/- 

1—1  ,,  . .  ,,  6/6 

2—1  „  . .  11/6 


Butter  Muslin,  36  inches  wide. 


1  2  yard  length 

1-3  ,,  .,  . 

Price 

i  i 

3/6 
4 /- 

Caps  and  Masks. 

2  Caps  ( Returnable )  and  2  Masks  Price  2/6 

Cotton  Wool — Absorbent. 

2-oz . 

Price 

1/6 

4-oz.  ... 

1  9 

2/3 

8-oz.  ... 

1  1 

4/- 

1-lb . 

•  y 

6/6 

2-lbs. 

>  > 

10/6 

Eye  Dressings. 

J-doz.  Single  Eye  Pads 

Price 

2 /- 

1  »  »  i  i  1  i  ii  *  *  • 

)  i 

3/6 

J-doz.  Double  Eye  Pads  .. 

»  * 

3/- 

1-doz. 

i  i 

4/6 

3  doz.  Flat  Eye  Swabs,  2-in. 

X  2-in.  ... 

i  i 

3/- 

6  doz.  Flat  Eye  Swabs,  2-in. 

X  2-in _ 

)  i 

5/- 

14 


Gauze  Absorbent  Plain.’ 


3  yards,  pleated 

Price 

2/6 

6  ,,  or  roll  ... 

>  > 

3/9 

2  — 6  yards,  in  rolls... 

>  » 

V - 

2  6  ,,  pleated 

)  ) 

7/- 

4  —  6  ,,  in  rolls 

>  > 

12/6 

Gauze  Absorbent — 

“  Double  Cyanide.” 

3  yards,  pleated 

Price 

3 /- 

6  ,,  in  roll 

»  j 

4/3 

6  ,,  pleated 

*  ) 

4/3 

2-6  yards,  in  rolls... 

>  > 

7/6 

2-6  , ,  pleated 

)  > 

7/6 

Gauze  Ribbon—*  Plain.” 

Bottles  containing  :  — 

12  yards — ^-inch 

Price 

1/9 

6  ,,  —1 . 

>  t 

1/6 

12  ,,  -1  ,,  . 

>  > 

2/- 

6  ,,  — 2  ,, 

»  f 

1/9 

12  ,,  -2  ,,  . 

>  > 

2/6 

Gauze  Ribbon — 


“  Double 

Cyanide.’ 

9 

Bottles  containing  :  — 

12  yards — 4-inch 

Price 

1/9 

12  ,,  —1 . 

•  •  )  i 

2/- 

12  ,,  —2 . 

1  •  •  tt 

2/6 

1 5 


“  Iodoform.” 


Gauze  Ribbon — 


Bottles  containing  :  — 


12  yards 

J-inch 

Price 

1/9 

12  „ 

-1  „ 

...  j  , 

2/- 

12  ,, 

-2 . 

•  •  7  7 

2/6 

Gauze  Tissue. 

J-lb.  .. 

... 

Price 

4/- 

1-lb.  ... 

... 

...  f  j 

6/6 

2-lbs _ 

... 

7  7 

11/6 

Gauze  Mops. 

3  dozen  1  inch 

Price 

3 /- 

1  ,, 

9 

*— <  j  f  ... 

...  j  t 

2/- 

2  ,, 

2  ,, 

...  j  i 

3/3 

3  „ 

2  ,, 

...  j  t 

3/9 

1  ,, 

3 . 

...  f  , 

3/- 

2  ,, 

3  ,, 

...  ,  , 

4/- 

3  „ 

3  ,, 

...  j  j 

3/- 

Gauze  Pads. 

1  dozen  4-in.  X  4-in. 

Price 

2/- 

2  ,, 

4-in.  X  4-in. 

...  j  > 

3/3 

3  ., 

4-in.  X  4-in. 

...  j  j 

3/9 

1  ,, 

5-in.  X  5-in. 

...  j  i 

3/- 

9 

7  ) 

5-in.  X  5-in. 

...  >  » 

4/- 

3  ,, 

5-in.  x  5-in. 

... 

4/6 

1  ,, 

6-in.  x  6-in. 

...  )  » 

4/- 

2 

j  ) 

6-in.  x  6-in. 

...  j  f 

6/- 
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Gauze  Pads— continued . 


1  dozen  8-in.  X  8. in. 

Price 

6/6 

2  „ 

8-in.  X  8-in. 

>  > 

10/6 

2-doz.  1 
of  each  | 

1 5-in.  X  5-in.  j 

6-in.  X  6-in.  - 
^8-in.  X  8-in.  j 

>  > 

51- 

^-dozen  12-in.  X  12-in. 

i  ) 

4/- 

1  ,, 

12-in.  X  12-in. 

i  i 

71- 

5  .. 

12-in.  x  12-in. 

with  tapes 

>  j 

2/6 

2  .. 

12-in.  X  12-in. 

>  ) 

4/6 

1  ,, 

12-in.  x  12-in. 

j  i 

7/6 

Gloves,  S 

urgical,  Rubber 

1  pair, 

size  7,  7\  or  8 

Price 

51- 

2  pairs 

,,  7,  or  8 

i  > 

9/ 

Lint. 

4  oz.  .. 

. 

Price 

2/6 

8  oz.  .. 

. 

>  ) 

4/6 

Manytail  Bandage  &  Pins 

Price  7/6 


Mastoid  Strips. 

100,  and  Pad  of 

Absorbent  Cotton  Wool  Price  5/6 
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Nurses’  Overalls. 


1  Overall  (Returnable) 

Price 

4/- 

Surgeons’  Overalls 

.  1  Overall  ( Returnable ) 

Price 

4/- 

Surgical  Sanitary  Towels. 

1  doz. 

Price 

6/' 

2  „  . 

•  •  •  »  i 

11/6 

3  „  . 

...  >  j 

17/6 

4  „  . 

...  j  > 

21/- 

Tampons. 

1  dozen 

Price 

3/6 

2  . 

...  j  f 

5/6 

Towels. 

1  Towel  ( Returnable ) 

Price 

1/6 

3  Towels  ’  ,, 

...  f  j 

31- 

6  ,,  ,, 

...  >  i 

4/- 

12  „ 

...  >  } 

6/6 

Umbilical  Pads  and 

Threads. 

Price 

2/9 

Veils 

2  Veils  ( Returnable ) 

Price 

2/3 

O 

^ 

...  >  f 

2/9 
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Sick  Room  Requisites. 


21/-  &  1  7  0 

from  2  10  0 


Bed  Tables,  to  stand  on  bed 
,,  ,,  on  castors  ... 

,,  Rest,  wicker  ... 

,,  ,,  cane  and  wood 

Bed  Sling  (Roberts’) 

Night  Commode  ... 

,,  ,,  with  arms 

Weighing  Machine 

,,  ,,  The  “  Carlton  ” 

,,  ,,  with  low  bar 

„  „  „  high  bar 

Bidet,  Enamelled  Iron,  folding... 

,,  Wood,  with  Porcelain  Pan 
,,  ,,  ,,  Rubber  Pan 

Electric  Bell,  with  24  yards  flex 
Bed  Cradles 

,,  Bath,  for  douching  ... 

,,  ,,  ,,  ,,  with  waste  pipe 

and  tap 

Rubber  Ring  Air  Cushions  ...  from  0  12  6 

Water  Beds  and  Pillows.  Prices  on  application. 


...110 
from  1  10  0 

...  1  7  6 

...4  4  0 

...5  5  0 

...250 
..  3  10  0 

...4  4  0 

...550 
...  1  10  0 
...2  2  0 
...  1  10  0 
...220 
from  0  8  6 

...150 


111  6 
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Hire  Department. 


Sick  Room  Appliances  and 
Requisites. 


qpHE  following  articles  may  be  had  on  hire  by 
the  week  All  goods  sent  out  on  loan  leave 
our  premises  in  perfect  condition,  and  may  be 
relied  on  to  perform  the  functions  for  which  they 
are  intended. 


Air  Beds  or  Water  Beds,  5/-  per  week,  J  Bed 

7/6  „  „ 


S  Bed 


9/6  ,, 

Full  Bed. 

Air  Cushions... 

2/6  per  week 

Air  Pillows  (according  to  size)  from  2/6 

Arm  Baths 

2/-  ,, 

Back  Rests,  various  patterns 

2/6  ,, 

Bed  Cradles  (for  supporting  clothes) 

1/6  ,, 

Bed  Tables  ... 

2/6  ,, 

Bedside  Tables 

6/-  ,, 

Carrying  Chairs 

2/6  ,, 

Commodes 

4/6  ,, 

Crutches 

3/6 

Electric  Bell,  portable,  with  24 

yards  cord 

3/6 

Foot  Baths  ... 

3/6  ,, 

Fracture  Bedstead  and  Mattress  ... 

10  6 

Hip  Baths 

3/6 

Lawson  Tait’s  Bedstead  and 

Mattress 

10/6  ,, 

Leg  Baths 

3/6 

Leg  Rests 

2/6  , , 

“Thermos”  Infusion  Apparatus, 

Subcutaneous  and  Proctoclysis  ... 

7/6  per  case 

Stretchers 

5/6  per  week 

Wheel  Chairs 


from  5/- 


i 


OPERATION  OUTFITS. 

Consisting  of  :  — 

Operation  Table,  Instrument  Table,  Sterilizer, 

3  Jugs,  3  Bowls,  2  Trays,  Waterproof  Sheeting, 

1  Kidney  Tray,  and  Measure.  Hire  charge  Tp*.  ^ 
3  days;,  30/-.  ' 
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